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UNCLASSIFIED 

PAGE 01 ISTANB 02255 I70858Z 

20 

ACTION SY-05 

INFO OCT-OI EUR-I2 ISO-00 ST-01 /019W 

090010 

R 170807Z JUL 75 
FM AMCONSUL ISTANBUL 
TO SECSTATE WASHDC 6240 
INFO AMEMBASSY ATHENS 

UNCLAS ISTANBUL 2255 

DEPT EOR OPR/ST AND A/SY/T; ATHENS EOR TSO 

EO 11652: N/A 
TAGS: ASEC 

SUBJECT: DETEX CLOCKS 

REE: STATE 165755 

1 . POST PRESENTLY HAS ONE WATCH CLOCK AT DEPT. FOR REPAIR AND 
TWO CLOCKS AT POST WHICH SHOULD ALSO BE SENT TO DEPT FOR REPAIR. 
CURRENT SITUATION IS SUCH THAT IF THESE TWO CLOCKS ARE SENT TO 
DEPT POST WILL BE WITHOUT ANY WATCH CLOCKS. WOULD APPRECIATE 
OPR/ST SENDING THREE RE-CONDITIONED CLOCKS TO POST ASAP. 

UPON RECEIPT OP SAID CLOCKS THE TWO CLOCKS PRESENTLY AT POST 
WILL BE PORWARDED TO DEPT. 

2. AS SET FORTH IN A/SY/T SECURITY CATALOG, JANUARY 1975, 

SECTION A, POST PRESENTLY IN PROCESS OF ORDERING ADDITIONAL 
CLOCK STATIONS EOR USE AT CONSULATE. 

3. MODEL OF CLOCK CURRENTLY IN USE IS DETEX NEWMAN. 
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